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Donna Staunton, 

Tobacco Institute of Australia. 
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Mary Weir, 
W.D.&H.O. Wills. 
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Peter Alexander, 

Rothmans Holdings Limited. J 



Enclosed is my rough draft TIA comments to the ACT Legislative Proposal. Donna 
suggested we be prepared to discuss this draft tomorrow morning. 

I will leave it to Donna to set up the conference call. In the meanwhile, if you have any 
specific comments you would like to communicate immediately, please do not hesitate to give 
me a call directly. 
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Source: https://www.industrydocuments.ucsf.edu/docs/rjfkOOOO 




